To:  Foster,  Althea[Foster.Althea@epa.gov];  Webster,  Susan[webster.susan@epa.gov] 

From:  Hayes,  Mark 

Sent:  Sun  8/9/2015  6:31:16  PM 

Subject:  Gold  King  Mine-Samples 


The  9th  sample  (Farmington  Water  System -Farmers  Ditch  Pump  Station  facility,  FWS-FDPS) 
was  an  alternate  location  from  the  inactive  Farmington  Water  System-Animas  River  pump 
station  #1.  FWS-FDPS,  is  active  and  was  recommended  as  an  alternate  sample  location  by  a 
Farmington  Water  System  representative.  Since  FWS-FDPS  is  active  do  we  add  it  to  the  list  or 
keep  the  original  8? 


Mark  Hayes 

On-Scene  Coordinator 

US  Environmental  Protection  Agency  Region  6 
Superfund  Division  (6SF-PR) 

1445  Ross  Ave.  Ste  1200 
Dallas,  TX  75202 
O:  214-665-2705 
M:  214-232-7134 
F:  214-665-7447 


4002691 


ED  000552D  00017787-00001 


